series 99 REVERSIBLE 
RATCHETING HANDLES 



from 



fit over 60 Xcelite blades for 

driving practically any fastener 


Here are two unique plastic (UL) ratcheting handles that greatly extend 
usefullness of Xcelite Series "99" tools and make welcome additions to 
any "99"set. Both regular and Tee styles of these ratcheting handles will 
accept more than 60 nutdriver, screwdriver, and special purpose inter¬ 
changeable shafts and blades to speed and simplify assembly and service 
work. 


Built to highest socket wrench quality standards, the ratchet mechanism 
is fully enclosed to keep out dirt and grit. The recessed reversing shift is 
easily operated by a flick of the thumb, yet cannot be accidentally tripped 
by the palm while driving. Light ratcheting drag facilitates turning, pre¬ 
vents fasteners from reversing. 

The ratcheting mechanism is completely contained within the compact 
99-1-R handle. No awkward, bulky, protruding ratchet housing projects 
beyond the handle. Blades snap directly into the handle. Even in tight 
quarters, action can be readily reversed without removing driver from 
fastener. 

The 99-4-R Tee handle offers a firm, comfortable grip, develops greater 
torque, provides easiest-of-all, one-hand ratchet operation. 


the 


SPECIFICATIONS 

Handle Type 
Regular 

Tee 


Handle Handle 

Number Color Dimensions 

99-1-R Black 1-1/4" x 4-1/2' 

99-1-R/C (on merchandise card) 

99-4-R Black 3-1/2" x 2-3/8' 

99-4-R/C (on merchandise card) 
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